
New Jersey Uniform Fire Code 
Certificate of Inspection 

Issued To: " Chestnut Coin-Op Laundry ” 

Reg. #: 2015-055-680-01 

Issued Date: 1/3/18 Expiration Date: 1/2/19 

Issued By: Roselle Park Fire Department, 

Bureau of Fire Prevention 

110 East Westfield Ave, 

Roselle Park, NJ 07204 


Take notice that the aforementioned premise has been inspected by a duly 
appointed local enforcing agency for the above jurisdiction. 

Take further notice that this premises conforms to all applicable 
regulations of the uniform fire code and all complaints and inquires 
concerning the above captioned property should be directed to the agency 
listed at the top of this notice. 

1 / 3/18 _ 

Date Joseph Signorello Jr 

Fire Official 




New Jersey Uniform Fire Code 
Certificate of Inspection 

Issued To; " Mavis Discount Tire ” 

Reg. #: 2015-054-945 
-01 

Issued Date: 1/3/18 Expiration Date: 1/2/19 

Issued By: Roselle Park Fire Department, 

Bureau of Fire Prevention 

110 East Westfield Ave, 

Roselle Park, NJ 07204 

Take notice that the aforementioned premise has been inspected by a duly 
appointed local enforcing agency for the above jurisdiction. 

Take further notice that this premises conforms to all applicable 
regulations of the uniform fire code and all complaints and inquires 
concerning the above captioned property should be directed to the agency 
listed at the top of this notice. 

1/3/18 _ 


Date 


Joseph Signorello Jr 









New Jersey Unifomi Fire Code 
Certificate of Inspection 

Issued To: " Somerset Tire Service Inc ” 

Reg. #: 2015-054-945-01 

Issued Date; 1/3/18 Expiration Date: 1/2/19 

Issued By: Roselle Park Fire Department, 

Bureau of Fire Prevention 

110 East Westfield Ave, 

Roselle Park, NJ 07204 

Take notice that the aforementioned premise has been inspected by a duly 
appointed local enforcing agency for the above jurisdiction. 

Take further notice that this premises conforms to all applicable 
regulations of the uniform fire code and all complaints and inquires 
concerning the above captioned property should be directed to the agency 
listed at the top of this notice. 

1/3/18 _ t/4 

Date Joseph Signorello Jr 

Fire Official 






New Jersey Uniform Fire Code 
Certificate of Inspection 

Issued To: " Causmano Perma Rail Co 
Reg. #: 2015-050-165-01 

Issued Date: 2/1/18 Expiration Date: 1/31/19 

Issued By: Roselle Park Fire Department, 

Bureau of Fire Prevention 

110 East Westfield Ave, 

Roselle Park, NJ 07204 


Take notice that the aforementioned premise has been inspected by a duly 
appointed local enforcing agency for the above jurisdiction. 

Take further notice that this premises conforms to all applicable 
regulations of the uniform fire code and all complaints and inquires 
concerning the above captioned property should be directed to the agency 
listed at the top of this notice. 

2 / 1/18 _ Jyj, 


Date 


Joseph Signorello Jr 
Fire Official 





New Jersey Uniform Fire Code 
Certificate of Inspection 

Issued To: '' Little Stars ” 

Reg. #: 2015-074-393-01 

Issued Date: 2/1/18 Expiration Date: 1/31/19 

Issued By: Roselle Park Fire Department, 

Bureau of Fire Prevention 

110 East Westfield Ave, 

Roselle Park, NJ 07204 


Take notice that the aforementioned premise has been inspected by a duly 
appointed local enforcing agency for the above jurisdiction. 

Take further notice that this premises conforms to all applicable 
regulations of the uniform fire code and all complaints and inquires 
concerning the above captioned property should be directed to the agency 
listed at the top of this notice. 

2/1/18 _ 

Joseph Signorello Jr 


Date 





New Jersey Uniform Fire Code 
Certificate of Inspection 

Issued To; “ Myles F Kelly Inc ” 

Reg. #: 2015-050-284-01 

Issued Date: 2/1/18 Expiration Date: 1/31/19 

Issued By: Roselle Park Fire Department, 

Bureau of Fii'e Prevention 

110 East Westfield Ave, 

Roselle Park, NJ 07204 


Take notice that the aforementioned premise has been inspected by a duly 
appointed local enforcing agency for the above jurisdiction. 

Take further notice that this premises conforms to all applicable 
regulations of the uniform fire code and all complaints and inquires 
concerning the above captioned property should be directed to the agency 
listed at the top of this notice. 

2/1/18 _ fA 

Date Joseph Signorello Jr 

Fire Official 







‘'J V'V''' 




New Jersey Uniform Fire Code 
Certificate of Inspection 

Issued To: “ Big A Service Center ” 

Reg. #: 2015-041-278-01 

Issued Date: 3/1/18 Expiration Date:3/4/19 

Issued By: Roselle Park Fire Department, 

Bureau of Fire Prevention 

110 East Westfield Ave, 

Roselle Park, NJ 07204 


Take notice that the aforementioned premise has been inspected by a duly 
appointed local enforcing agency for the above jurisdiction. 

Take further notice that this premises conforms to all applicable 
regulations of the uniform fire code and all complaints and inquires 
concerning the above captioned property should be directed to the agency 
listed at the top of this notice. 

3/1/18 _ 

Date Joseph Signorello Jr 

Fire Official 



New Jersey Uniform Fii'e Code 
Certificate of Inspection 

Issued To: “ Dancers Point LLC ” 

Reg. #: 2015-074-390-01 

Issued Date: 3/1/18 Expiration Date:2/28/19 

Issued By: Roselle Park Fire Department, 

Bureau of Fire Prevention 

110 East Westfield Ave, 

Roselle Park, NJ 07204 


Take notice that the aforementioned premise has been inspected by a duly 
appointed local enforcing agency for the above jurisdiction. 

Take further notice that this premises conforms to all applicable 
regulations of the uniform fire code and all complaints and inquires 
concerning the above captioned property should be directed to the agency 
listed at the top of this notice. 

3/1/18 _ 


Date 


Joseph Signorello Jr 
Fire Official 



New Jersey Uniform Fire Code 
Certificate of Inspection 


Issued To: “First Independent Auto Repair” 

Reg. #: 2015-051-344-01 

Issued Date: 3/1/18 Expiration Date: 2/28/19 


Issued By: Roselle Park Fire Department, 


Bureau of Fire Prevention 

110 East Westfield Ave, 
Roselle Park, NJ 07204 


Take notice that the aforementioned premise has been inspected 
by a duly appointed local enforcing agency for the above 
jurisdiction. 

Take further notice that this premises conforms to all applicable 
regulations of the uniform fire code and all complaints and inquires 
concerning the above captioned property should be directed to the 
agency listed at the top of this notice. 


3/1/18 

Date 



Joseph Signorello Jr 
Fire Official 













New Jersey Uniform Fire Code | 

Certificate of Inspection 

1 

Issued To: '' Nandha Gas & Go ” 

Reg. #: 2015-040-906-01 

Issued Date: 3/1/18 Expiration Date:2/28/19 

i 

i 

Issued By: Roselle Park Fire Department, i 

Bureau of Fire Prevention 

110 East Westfield Ave, 

Roselle Park, NJ 07204 

Take notice that the aforementioned premise has been inspected by a duly 
appointed local enforcing agency for the above jurisdiction. 

Take forther notice that this premises conforms to all applicable 
regulations of the uniform fire code and all complaints and inquires 
concerning the above captioned property should be directed to the agency 
listed at the top of this notice. 

3/I/I8 
Date 



Joseph Signorello Jr 
Fire Official 







New Jersey Uniform Fire Code 
Certificate of Inspection 

Issued To: " Norte Sanmar Auto Body ” 

Reg. #: 2015-048-812-01 

Issued Date: 3/1/18 Expiration Date:2/28/19 

Issued By: Roselle Park Fire Department, 

Bureau of Fire Prevention 

110 East Westfield Ave, 

Roselle Park, NJ 07204 

Take notice that the aforementioned premise has been inspected by a duly 
appointed local enforcing agency for the above jurisdiction. 

Take further notice that this premises conforms to all applicable 
regulations of the uniform fire code and all complaints and inquires 
concerning the above captioned property should be directed to the agency 
listed at the top of this notice. 

3/1/18 
Date 



Joseph Signorello Jr 
Fire Official 






New Jersey Uniform Fire Code 
Certificate of Inspection 

Issued To: " Sarino Auto Body ” 

Reg. #: 2015-044-975-01 

Issued Date: 3/I/I8 Expiration Date:2/28/19 

Issued By: Roselle Park Fire Department, 

Bureau of Fire Prevention 

110 East Westfield Ave, 

Roselle Park, NJ 07204 



Take notice that the aforementioned premise has been inspected by a duly 
appointed local enforcing agency for the above jurisdiction. 

Take further notice that this premises conforms to all applicable 
regulations of the uniform fire code and all complaints and inquires 
concerning the above captioned property should be directed to the agency 
listed at the top of this notice. 

3/1/18 _ t/^ 

Date Joseph Signorello Jr 

Fire Official 


i 




% 



New Jersey Uniform Fire Code 
Certificate of Inspection 

Issued To: " Aamco Total Car Care ” 

Reg. #: 2015-743-394-01 

Issued Date: 3/6/18 Expiration Date: 3/5/19 

Issued By: Roselle Park Fire Department, 

Bureau of Fire Prevention 

110 East Westfield Ave, 

Roselle Park, NJ 07204 


Take notice that the aforementioned premise has been inspected by a duly 
appointed local enforcing agency for the above jurisdiction. 

Take further notice that this premises conforms to all applicable 
regulations of the uniform fire code and all complaints and inquires 
concerning the above captioned property should be directed to the agency 
listed at the top of this notice. 

3/6/18 _ \/'% 


Date 


Joseph Signorello Jr 
Fire Official 





New Jersey Uniform Fire Code 
Certificate of Inspection 


Issued To: ‘‘Burger King” 

Reg. #: 2015-040-282-01 

Issued Date: 5/1/18 Expiration Date: 4/30/19 


Issued By: Roselle Park Fire Department, 


Bureau of Fire Prevention 

110 East Westfield Ave, 
Roselle Park, NJ 07204 


Take notice that the aforementioned premise has been inspected 
by a duly appointed local enforcing agency for the above 
jurisdiction. 

Take further notice that this premises conforms to all applicable 
regulations of the uniform fire code and all complaints and inquires 
concerning the above captioned property should be directed to the 
agency listed at the top of this notice. 


5/1/18 

Date 



Joseph Signorello Jr 
Fire Official 









New Jersey Uniform Fire Code 
Certificate of Inspection 


Issued To: ‘‘FDR Hitches LLC” 

Reg. #: 2015-040-282-01 

Issued Date: 5/1/18 Expiration Date: 4/30/19 


Issued By: Roselle Park Fire Department, 


Bureau of Fire Prevention 

110 East Westfield Ave, 
Roselle Park, NJ 07204 


Take notice that the aforementioned premise has been inspected 
by a duly appointed local enforcing agency for the above 
jurisdiction. 

Take further notice that this premises conforms to all applicable 
regulations of the uniform fire code and all complaints and inquires 
concerning the above captioned property should be directed to the 
agency listed at the top of this notice. 


5/1/18 

Date 



Joseph Signorello Jr 
Fire Official 







New Jersey Uniform Fire Code 
Certificate of Inspection 


Issued To: ‘‘Lacantena Restaurent” 

Reg. #: 2015-040-282-01 

Issued Date: 5/1/18 Expiration Date: 4/30/19 


Issued By: Roselle Park Fire Department, 


Bureau of Fire Prevention 

110 East Westfield Ave, 
Roselle Park, NJ 07204 


Take notice that the aforementioned premise has been inspected 
by a duly appointed local enforcing agency for the above 
jurisdiction. 

Take further notice that this premises conforms to all applicable 
regulations of the uniform fire code and all complaints and inquires 
concerning the above captioned property should be directed to the 
agency listed at the top of this notice. 


5/1/18 

Date 



Joseph Signorello Jr 
Fire Official 







New Jersey Uniform Fire Code 
Certificate of Inspection 


Issued To: “Aldene Cleaners” 

Reg. #: 2015-048-401-01 

Issued Date: 5/12/18 Expiration Date: 5/11/19 


Issued By: Roselle Park Fire Department, 


Bureau of Fire Prevention 

110 East Westfield Ave, 
Roselle Park, NJ 07204 


Take notice that the aforementioned premise has been inspected 
by a duly appointed local enforcing agency for the above 
jurisdiction. 

Take further notice that this premises conforms to all applicable 
regulations of the uniform fire code and all complaints and inquires 
concerning the above captioned property should be directed to the 
agency listed at the top of this notice. 


5/12/18 



Date 


Joseph Signorello Jr 
Fire Official 








New Jersey Uniform Fire Code 
Certificate of Inspection 


Issued To: “American Legion Roselle Park Post #60” 
Reg. #: 2015-053-747-01 

Issued Date: 6/1/18 Expiration Date: 5/31/19 


Issued By: Roselle Park Fire Department, 


Bureau of Fire Prevention 

110 East Westfield Ave, 
Roselle Park, NJ 07204 


Take notice that the aforementioned premise has been inspected 
by a duly appointed local enforcing agency for the above 
jurisdiction. 

Take further notice that this premises conforms to all applicable 
regulations of the uniform fire code and all complaints and inquires 
concerning the above captioned property should be directed to the 
agency listed at the top of this notice. 


6 / 1/18 

Date 



Joseph Signorello Jr 
Fire Official 











New Jersey Uniform Fire Code 
Certificate of Inspection 


Issued To: “Led Price Sign/Delta Gas” 

Reg. #: 2015-053-747-01 

Issued Date: 6/1/18 Expiration Date: 5/31/19 


Issued By: Roselle Park Fire Department, 


Bureau of Fire Prevention 

110 Bast Westfield Ave, 
Roselle Park, NJ 07204 


Take notice that the aforementioned premise has been inspected 
by a duly appointed local enforcing agency for the above 
jurisdiction. 

Take further notice that this premises conforms to all applicable 
regulations of the uniform fire.code and all complaints and inquires 
concerning the above captioned property should be directed to the 
agency listed at the top of this notice. 


6 / 1/18 



Date 


Joseph Signorello Jr 
Fire Official 










New Jersey Uniform Fire Code 
Certificate of Inspection 


Issued To: “Mastapeter Funeral Home” 

Reg. #: 2015-072-584-01 

Issued Date: 6/1/18 Expiration Date: 5/31/19 


Issued By: Roselle Park Fire Department, 


Bureau of Fire Prevention 

110 East Westfield Ave, 
Roselle Park, NJ 07204 


Take notice that the aforementioned premise has been inspected 
by a duly appointed local enforcing agency for the above 
jurisdiction. 

Take further notice that this premises conforms to all applicable 
regulations of the uniform fire code and all complaints and inquires 
concerning the above captioned property should be directed to the 
agency listed at the top of this notice. 


6 / 1/18 

Date 



Joseph Signorello Jr 
Fire Official 







New Jersey Uniform Fire Code 
Certificate of Inspection 


Issued To: “Roselle Park Municipal Building” 

Reg. #: 2015-052-394-01 

Issued Date: 6/1/18 Expiration Date: 5/31/19 


Issued By: Roselle Park Fire Department, 


Bureau of Fire Prevention 

110 Bast Westfield Ave, 
Roselle Park, NJ 07204 


Take notice that the aforementioned premise has been inspected 
by a duly appointed local enforcing agency for the above 
jurisdiction. 

Take further notice that this premises conforms to all applicable 
regulations of the uniform fire code and all complaints and inquires 
concerning the above captioned property should be directed to the 
agency listed at the top of this notice. 


6 / 1/18 

Date 



Joseph Signorello Jr 
Fire Official 


r 







New Jersey Uniform Fire Code 
Certificate of Inspection 

Issued To: “Roselle Park Public Works Building” 
Reg. #: 2015-052-394-01 

Issued Date: 6/1/18 Expiration Date: 5/31/19 

Issued By: Roselle Park Fire Department, 

Bureau of Fire Prevention 

110 East Westfield Ave, 

Roselle Park, NJ 07204 


Take notice that the aforementioned premise has been inspected 
by a duly appointed local enforcing agency for the above 
jurisdiction. 

Take further notice that this premises conforms to all applicable 
regulations of the uniform fire code and all complaints and inquires 
concerning the above captioned property should be directed to the 
agency listed at the top of this notice. 

6 / 1/18 

Date Joseph Signorello Jr 

Fire Official 











New Jersey Uniform Fire Code 
Certificate of Inspection 


Issued To: ROSELLE PARK POLICE DEPARTMENT 
Reg. #: 2015-74000-001-01 

Issued Date: 6/1/18 Expiration Date: 5/31/19 


Issued By: Roselle Park Fire Department, 


Bureau of Fire Prevention 

110 East Westfield Ave, 
Roselle Park, NJ 07204 


Take notice that the aforementioned premise has been inspected 
by a duly appointed local enforcing agency for the above 
jurisdiction. 

Take further notice that this premises conforms to all applicable 
regulations of the uniform fire code and all complaints and inquires 
concerning the above captioned property should be directed to the 
agency listed at the top of this notice. 


6 / 1/18 



Date 


Joseph Signorello Jr 
Fire Official 









New Jersey Uniform Fire Code 
Certificate of inspection 


Issued To: “Solar Do Minho 11 inc” 

Reg. #: 2015-044-741-01 

Issued Date: 6/1/18 Expiration Date: 5/31/19 


Issued By: Roselle Park Fire Department, 


Bureau of Fire Prevention 

110 East Westfield Ave, 
Roselle Park, NJ 07204 


Take notice that the aforementioned premise has been inspected 
by a duly appointed local enforcing agency for the above 
jurisdiction. 

Take further notice that this premises conforms to all applicable 
regulations of the uniform fire code and all complaints and inquires 
concerning the above captioned property should be directed to the 
agency listed at the top of this notice. 


6 / 1/18 

Date 



Joseph Signorello Jr 
Fire Official 











New Jersey Uniform Fire Code 
Certificate of Inspection 


Issued To: ‘‘Union County Collision Inc” 

Reg. #: 2015-045-646-01 

Issued Date: 8/1/18 Expiration Date: 7/31/19 


Issued By: Roselle Park Fire Department, 


Bureau of Fire Prevention 

110 East Westfield Ave, 
Roselle Park, NJ 07204 


Take notice that the aforementioned premise has been inspected 
by a duly appointed local enforcing agency for the above 
jurisdiction. 

Take further notice that this premises conforms to all applicable 
regulations of the uniform fire code and all complaints and inquires 
concerning the above captioned property should be directed to the 
agency listed at the top of this notice. 


8 / 1/18 

Date 



Joseph Signorello Jr 
Fire Official 








New Jersey Uniform Fire Code 
Certificate of Inspection 


Issued To: ‘‘Viking Plumbing & Heating Supply Co” 
Reg. #: 2015-074-386-01 

Issued Date: 8/1/18 Expiration Date: 7/31/19 


Issued By: Roselle Park Fire Department, 


Bureau of Fire Prevention 

110 East Westfield Ave, 
Roselle Park, NJ 07204 


Take notice that the aforementioned premise has been inspected 
by a duly appointed local enforcing agency for the above 
jurisdiction. 

Take further notice that this premises conforms to all applicable 
regulations of the uniform fire code and all complaints and inquires 
concerning the above captioned property should be directed to the 
agency listed at the top of this notice. 


8 / 1/18 

Date 



Joseph Signorello Jr 
Fire Official 











New Jersey Uniform Fire Code 
Certificate of Inspection 


Issued To: ‘‘Vinhus Resturant Lounge” 

Reg. #: 2015-051-871-01 

Issued Date: 8/1/18 Expiration Date: 7/31/19 


Issued By: Roselle Park Fire Department, 


Bureau of Fire Prevention 

110 East Westfield Ave, 
Roselle Park, NJ 07204 


Take notice that the aforementioned premise has been inspected 
by a duly appointed local enforcing agency for the above 
jurisdiction. 

Take further notice that this premises conforms to all applicable 
regulations of the uniform fire code and all complaints and inquires 
concerning the above captioned property should be directed to the 
agency listed at the top of this notice. 


8 / 1/18 

Date 



Joseph Signorello Jr 
Fire Official 










New Jersey Unifonn Fire Code 
Certificate of Inspection 

Issued To: “ Allies Residential Home ” 

Reg. #: 2015-068-19-0 

Issued Date: 8/15/18 Expiration Date: 8/25/19 

Issued By: Roselle Park Fire Department, 

Bureau of Fire Prevention 

110 East Westfield Ave, 

Roselle Park, NJ 07204 


Take notice that the aforementioned premise has been inspected by a duly 
appointed local enforcing agency for the above jurisdiction. 

Take further notice that this premises conforms to all applicable 
regulations of the uniform fire code and all complaints and inquires 
concerning the above captioned property should be directed to the agency 
listed at the top of this notice. 

8/15/18 J-1- 


Date 


Joseph Signorello Jr 
Fire Official 



‘.t; 


New Jersey Uniform Fire Code 
Certificate of Inspection 

Issued To: " United Methodist Church ” 

Reg. #: 2015-434-001-01 

Issued Date: 8/15/18 Expiration Date: 8/25/19 

Issued By: Roselle Park Fire Department, 

Bureau of Fii*e Prevention 

110 East Westfield Ave, 

Roselle Park, NJ 07204 

Take notice that the aforementioned premise has been inspected by a duly 
appointed local enforcing agency for the above jurisdiction. 

Take further notice that this premises conforms to all applicable 
regulations of the uniform fire code and all complaints and inquires 
concerning the above captioned property should be directed to the agency 
listed at the top of this notice. 

8/15/18 

Date Joseph Signorello Jr 

Fire Official 




